DOCKETED ITEMS    249
8503140033 IE Info Notice 85-021, "MSiV Closure Logic." Svc list end. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York, Inc. 102pp. 29495:120-29495:221.
S. Reportabie occurrences, LERs & related correspondence
8503140475 Interim Deficiency Rept DER 85-01 re auxiliary feedwater pump drive turbine.Initially reported on 850125.Taper Pin 9 on coupling end of turbine not large enough to resist shear loads.Final rept will be submitted by 850320. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/21. KIRSCH.D.F. Region 5, Office of Director. 3pp. 29377:357-29377:359.
8503140479 Final Deficiency Rept DER 85-02 re SCR leakage.lnitially reported on 850129.Condition not reportable under 10CFR50.55(e). VAN BRUNT.E.E. Arizona Public Service Co. 85/02/26. KIRSCH.D.F. Region 5, Office of Director. 2pp. 29377:360-29377:361.
8503260101 Interim Deficiency Rept DER 85-3 re min gap requirement of Drawing 13-CZS-205 providing seismic separation.Initially reported on 850208.Bechtel studying problern.Final rept will be completed by 850415. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/07. KIRSCH.D.F. Region 5, Office of Director. 3pp. 29517:283-29517:285.
8503180324 PNO-V-85-013:on 850301 ,weld leak identified in essential CWS piping inside south spray pond.lnvestigation.as of 850307, revealed similar leaks in 51 welds.Cause not determined. Bechtel evaluating problem.
MILLER.L, HERNANDEZ.G. Region 5, Office of Director. 85/03/08. 1p. 29383:070-29383:070.
8503260094 Interim Deficiency Rept DER 85-4 re compliance of Type A fire damper installation w/UL requirements.lnitially reported on 850211 .Bechtel studying problern.Final rept will be completed by 850401. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/08. KIRSCH.D.F. Region 5, Office of Director. 3pp. 29517:260-29517:262.
8503190532 PNO-V-85-013A:on 850311,135 indications of corrosion identified on essential   spray   pond   piping   sys   welds.Caused   by   microbiologically   influenced corrosion.Evaluation of cause & extent of corrosion continuing. MILLER.LF., ZIMMERMAN.R. Region 5, Office of Director. 85/03/11. 1p. 29408:353-29408:353.
8503260545 Part 21 rept re K-line circuit breakers.Wires should be encased in heat shrink tubing to repair circuit breakers where auxiliary switch wires damaged & sponge rubber strip added to top of dust shield to prevent reoccurrence. KAISER.A.F. Brown Boveri Corp. (subs, of Brown Boveri & Co., Ltd.). 85/03/19. DEYOUNG.R.C. Director's Office, Office of Inspection and Enforcement. 6pp. 29516:335-29516:340.
V. Operator Examinations
8503050555 Notification of 850220 meeting w/util in Bethesda.MD to discuss operator cross-licensing requirements.
LICITRA.E.A. Licensing Branch 3. 85/02/19. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29245:348-29245:350.
X. Onsite Storage of Low Level Waste
8503180057 Confirms 850306 & 07 telcon surveys re onsite low level radwaste interim storage.Answers to requested questions listed. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/12. KNIGHTON.G.W. Licensing Branch 3. 2pp. 29386:187-29386:188.
DOCKET STN-50-530 PALO VERDE NUCLEAR STATION, UNIT 3
A. Application/construction stage documents & correspondence
8410240100 Notification of 841009 & 10 meetings w/util in Phoenix.AZ to discuss resolution of remaining issues on environ qualification.
LICITRA.E.A. Licensing Branch 3. 84/10/10. KNIGHTON.G.W. Licensing Branch 3. 3pp. 27152:162-27152:164.
8503010052 Further response to FOIA request for documents identified on computer
printouts.App C documents available in PDR. FELTON.J.M. Division of Rules and
and  Records. 84/12/24.   KALER.RJ. Gadsby & Hannah. 2pp. 29586:081-29586:088.
-8503010095 Board Notification 82-105.-forwards info re alleged design deficiency in ASME Code Class I piping.Concern relates to all PWR & BWR plants currently under OL review.
NOVAK.T.M. Assistant Director for Licensing. 82/11/24. Atomic Safety and Licensing Board Panel. 2pp. 29586:090-29586:091.
8502070092 Advises of upcoming visit to obtain util views on regulatory requirements believed to have marginal importance to safety, but which impose high burden on util or NRC.FR notice & visit details encl.
KNIGHTON.G.W. Licensing Branch 3. 85/01/29. VAN BRUNT.E.E. Arizona Public Service Co. 7pp. 28807:042-28807:048.
8503040515 Forwards request for addl info re 841202 repts on software mods to core
protection calculator. KNIGHTON.G.W.
Licensing Branch 3. 85/01/31. VAN BRUNT.E.E. Arizona Public Service Co. 4pp. 29218:339-29218:342.
8503140236 Notification of 850206 meeting w/util & C-E in Bethesda,MD to discuss software mods to CPC.
LICITRA.EA Licensing Branch 3. 85/02/04. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29375:107-29375:109.
8503190117 Summary of 850206 meeting w/util & C-E in Bethesda.MD re proposed responses to NRC request for info on mods to core protection calculator software. LICITRA.EA Licensing Branch 3. 85/02/25. Licensing Branch 3. 4pp. 29442:074-29442:077.
8503050339 Informs that 850131 Itr submitted to fulfill requirement of License Condition 2.C(23) to License NPF-34 re chemistry control & sampling sys also applies to Units 2 & 3. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/26. KNIGHTON.G.W. Licensing Branch 3. 2pp. 29207:316-29207:317.
8503140229 Notification of 850315 meeting w/util & C-E in Bethesda.MD to discuss scope of Chapter 15 accident reanalysis.
LICITRA.E.A. Licensing Branch 3. 85/03/04. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29375:110-29375:112.
8503210304 Notification of change to 850314 meeting w/util & C-E in Bethesda.MD to discuss scope of Chapter 15 re reanalysis for facility.
LICITRA.E.A. Licensing Branch 3. 85/03/06. KNIGHTON.G.W. Licensing Branch 3. 13pp. 29479:284-29479:286.
8503210426 Forwards results of investigation of aliegation.NRC Concern RV-84-A-087,Number 154,in response to NRC 850131 Itr.Further investigation required on first concern.lnvestigation expected to be completed by 850415. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/07. KIRSCH.D.F. Region 5, Office of Director. 11pp. 29462:283-29462:293.
8503140375 Forwards technical justification on Table 10.3.4-2, "Deletion of Abnormal Limits," in response to 850221 request for addl info re 841221 & 850131 Itrs concerning CESSAR changes & chemistry control sampling sys,respectively. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/08. KNIGHTON.G.W. Licensing E
3. 9pp. 29357:224-29357:232.
. Licensing Branch
8503140324 Protests payment of license fees.Requests refund of portions found excessive.Conference to discuss resolution of protests & requests for refund requested. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/11. MILLER.W.O. License Fee Management Branch. 2pp. 29356:346-29356:347.
8503260145 Forwards SSER 7,Section 2.5.4.3 re foundation stability of subsurface matls in response to 831203 allegation concerning safety problem as result of broken underground water lines. Allegation satisfactorily resolved.
THOMPSON.H.L  Division  of Licensing.  85/03/11.   JENNINGS.M.   Mesa Tribune, Mesa, AZ. 6pp. 29518:255-29518:273.
8503180265 Requests confirmation of interpretation of 10CFR50.59 re making changes.tests or experiments not described in SAR w/o prior NRC approval if change does not involve unreviewed safety questions or require Tech Spec change. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/12. KNIGHTON.G.W. Licensing Branch 3. 1p. 29385:359-29385:359.
8503250189 Forwards request for addl info re changes to primary & secondary safety valves,per util 841218 transrnitta!. Discussion should be provided on overall effects of plant specific changes.Info requested within 2 wks.
KNIGHTON.G.W. Licensing Branch 3. 85/03/12. VAN BRUNT.E.E. Arizona Public Service Co. 4pp. 29496:287-29496:290.
8503270100 Forwards list of revised pages to FSAR Amend 14.Minor revs provided informally on 840307. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/19. KNIGHTON.G.W. Licensing Branch 3. 13pp. 29527:161-29527:173.
F.  Security, medical, emergency & fire protection plans
8503210400 Forwards 1985 emergency planning zone calendar.including info & instructions for use by residents within 10-mile zone.W/o encl. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/04. MARTIN,J.B. Region 5. Office of Director. 1p. 29464:127-29464:127.
8503260387 Forwards completed forms on emergency notification sys & Health Physics Network telephone sys.lnfo reflects both existing & proposed locations. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/15. IVEY.LW. Region 5, Office of Director. 5pp. 29506:085-29506:089.
8503010417 Forwards "Palo Verde Nuclear Generating Station SPDS SAR," for NRC review.in response to Generic Ltr 82-33,Suppl 1 to NUREG-0737. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/27. KNIGHTON.G.W. Licensing Branch 3. 2pp. 29168:090-29168:140.
-8503010419 "Palo Verde Nuclear Generating Station SPDS SAR." * Arizona Public Service Co. 85/02/28. 49pp. 29168:092-29168:140.
8503190111 Notification of 850308 meeting w/util in Bethesda.MD to discuss task analysis for detailed control room design review.
LICITRA,E.A. Licensing Branch 3. 85/03/04. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29442:172-29442:174.
8503200488 Forwards interim findings on adequacy of State of AZ & Maricopa County offsite radiological emergency response plan.Plan adequate. KRIMM.R.W. Federal Emergency Management Agency. 85/03/15. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 8pp. 29427:145-29427:152.
G.  Adjudlcatory correspondence
8503110347 Informs that parties failed to reach settlement previously believed imminent.
DEWEY.LS. Hearing Branch 3. #185 928. 85/03/07. LAZO.R.M., COLE.R.F.. CALLIHAN.D. Atomic Safety and Licensing Board Panel. 1p. 29288:360-29288:360.
8503110358 Forwards Amend 2 to License SNM-1922.Related correspondence. DEWEY.LS. Hearing Branch 3. #185 930. 85/03/07. LAZO.R.M.. COLE.R.F., CALLIHANA Atomic Safety and Licensing Board Panel. 5pp. 29287:162-29287:166.
H. General correspondence
8503180066 Informs that RM Butler named as director of technical svcs. RM Butler resume encl. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/11. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29386:036-29386:038.N.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.ntitled to favorable decision.Certificate of Svc encl. GUTTERMAN.A.H. Houston Lighting & Power Co. GUTTERMAN.A.H. Newman & Holtzinger. 85/03/12. Atomic Safety and Licensing Board Panel. 16pp. 29397:220-29397:235.
